 @ 12 Condenser Microphone 


2 etucio condenser microphene of the highest professional 
quality, Tehea been apecially decigned for use in sound recording and 
broadcasting stucios and is therolore the choice of many studios beth 
‘at home snd abroad. 

‘ine different directional characteristics can be selected by meaus of 
remote control unit, withou any change in (requency response or sen 
sitivity. In addition Lo Uhrev basic charteteristics, oinni~directional, 
cardiold and bi-directional, six intermedicte patterns (ine! nyperear- 
efoids) are avsileble, The § 12 control unit is coanceted so the N12 
power supply nit by he RL 42 remote control eable, and the power 
‘Supply unit to the microplone by the MK 12 microphone cable, 


TECHNICAL DATA 


Teequeany rospanee: 2 ah related to published curso 
Divetisua chorecteisie: sini-dgwetoun, Cen: better tan 20 ob tone eatin a 
Dulles guotow) M9 veuad taptiones, Medireaiomle 2003 fron-tack allo 


Seuatiney: 1 mijnar (20D db xe 1 ofAmofem2) enoadoe (00 ot) 
gusalat tote owl To 
pecans: ns [obengs aor tags) 
"toe complet: 1 001 He rua de lemost voltage, 120 voll de pice colane 
alee cnoneetiens Lay/tza/adu/ss0/008 walla AC st 91/60 eps 
Sane contecions Spit, 173% 6/0" 07 wih vente <a 
immense 20" (BB men, ath comocon) 
‘wera 1 SeBoaa toe (gh shippngwelshls 28a. e088 (5-815) 
ACCESSORIES 


Elastic suspension 12, heavy table stand St 301, floor stand st 200, PARTS SUPPLIED 
studio-matching transformers U 3027 and U 3053, windsereen W 43. 
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FUR FM- UND FERNSEHEN 
FM, TV, HIGH FIDELITY 


bas Kondersator-milvofon, ‘Type C12, mit fem 
steueibarer Richtcharokterissk eif/net neve 
Miaglichkeiten in der Mtkrofentechais, Der Fre 
quensurnforg ist im Hinblicle auf den FM und 
Famschrunslurie biz an dio Grenze des H8s- 
beiche: cusgedehat worden, Der bedeutendste 
Teennische Fartschritt jedoch wurée durch dio 
Femstauerung der Richtchorakteristic arzilt, 
weiche wahrend der Aufnchme ohne Seral~ 
garausch vorgenommen werden kann, Durch Be 
latigung des Drehlenopfes am Charakterisiikeenler 
kann der Toningeniour som Kontrallraum ous wah= 
rend der Aufrichme she geeinnetste Charasrerstik 
fur jede Phase dee Carbietung einstellen; er kare 
len Nachhellaffekt des Aufnahmergumes eeinflus- 
sen; er kann den Eindruck vermtteln, ale wiirde 
der Schauspielar sich entfernon acer nahern une 
ler Mitwirkuna der Nachnallerscheinunaen. Auf 

se Weiss ist vine erofe Anzahi von akusti- 
en Eifekien erziclbar, welche aie Basis fir 
sie neue Ara der Tanoutnahmatachnile bildes. 


EINE NEVE AERA DER MIKROFONTECHNIK 
A NEW ERA OF PICK-UP TECHNIQUE 


LOST VIELE AKUSTISCHE PROBLEME 
SOLVES MANY ACOUSTIC PROBLEMS 


Bas Mikrofon €12, in Gestalt ines schlenten 
Zylindas von 42 mmm 0, antnale cio Kerden 


atormikrolonkapesl, sine RBhre WAY. ind 
don Ausgangatraneformorar. Fs ist durch in 
rmehrpoliges Kabel yon 20m Linge (auf Wunsch 
)) mit dem Netzensehlud 
‘weites manrpoliges Kabel 
luBgerat zum Richrckarak- 
lerisikeesler, Dieser erméalicht die Einstelling 
faut Kugel-, Nieven- und Achtercharostarstk 
leowie § Zwischenstellungen! wehrend der Auf 


meciats palterns, 


FERNSTEUERUNG ALLER 


RICHTCHARAKTERISTIKEN 


REMOTE CONTROL OF ALL 
DIRECTIONAL CHARACTERISTICS 


Frequencherich: 20 is 15.000 He feauency 
Ausbsehung bel ian 


susoorssine #0, 250, 500 Om ity Hor 250 ara) nny mere 


Miktoton G12 Microprone © 12 
Se aul 153/15" ineuatiog 
08 it tase) Shes 
Tae veiont: 1, 7 one, net 
Netigerdt N12. KC tin Kotleriorm)” Power Pack 
Breite 129 mm irsenaiens erat 21 
ato. 140 fon wich 4 3) 
Nonzgerat N12 G Utd ye fo ee our 


ne 120 mom Height 4 3, 
wan 110,117, 125,180,185 50, 185 
‘le, 30-49 Por, 
Ktoristirestor 
Milgofankabel_ mit Steckaen ‘hicropiione Cable ond Connector 
Rogolicitung mit Steckers Remote Control Cable and Connector 
Une 10m 7 


Tontrequonzieltung mit Steckar 


_ AKUSTISCHE U. KINO-GERATE GES.M.B.H. 


WIEN XV, NOBILEGASSE 50 - VIENNA XV AUSTRIA 
TELEGRAMM-ADRESSE - CABLE ADDRESS: AKAGEGERAETE 
TELEPHON Y13172-¥13522 


